


Typical Pull- O- Lite? Installationa 


“NEW YORK CITY 
American Can Company 
Bank of The Manhattan Company, 40. Wail Street 
Bloomingdale Brothers 
Brill Brothers Building, 41st St. and Madison. Ave. 


Broadway-Continental Building, 41st St. and Broadway 
Brown Brothers Building, 63 Wall Strast 


Chemical National Bank, 165 Broadway 

Chevrolet Motors 

Cloisters Museum 

Continental Theatre Accessories, Inc. 

‘Thomas A: Edison, Inc., 261 Fifth Avonue 

Four Hyndrad One Broadway Building, 401 Broedway 
Four Thirly-Iwo Fou i Avenue 

Five Eighty-Five Fifth Avene 

Five Hundred Fifth Avenue 

Fifty Six Beaver Street 

FE. W. Woolworth Building, 34. West 42nd Street 
Goldsmith Brothe s, 75 Nassau Street 

Hayden, Stone & Company, 25 Broad Stree? 
Journal of Commerce, 68 Barclay Street 

Lefcourt Colonial Building, Madison Ave. and 4\st St. 
Lefcourt National Building, Fifth Ave. and 43rq St. 
Me chan''s Square Building, 40 Worth Street 

J. P. Morgan & Company, Wall Street 

Lincoln Building, 60 East 42nd Street 

Frank A. Munsey Company, 280 Broadway 

Wotioral Bank “of Yorkville, 207 East 84th Street 
Nelson Towers, 450 Seventh Avenue 

New. York Evening Graphic, 350 Hudson Street 
New York Hotel Men's Association 

New York Ontario & Western Railroad Company 
The New Yorker, 25 West 45th Street 

One Cedar Street Building, | Cedar Street 


One Fifiy-Two Madison Ave. Building, Madison Ave. and 32nd St. 


One Forty-One Broadv ay 

One Hundred One Wal. ‘street Building 

One Sixteen John Street Building 

One West 47th Street 

Park Avenue Building, 2 Park Avenue 

Park-Murray Buiiding, Murray Street and Park Place 
Plaza Building, Madison Ayenue acd 58th Street 


Port of Now York Authority, }11 Eighth Avenue 
Prasbyterian Medical Center 

President Monroe Building, Lafayette and Crosby Street 
Roebling Building, 117 Liberty Street 

Russell Sage Foundation, 130 East 22nd Street 

Singer Building [{Relighting), Broadway and Liberty Street 
Sixteen Nineteen Broadway 

Sixty Wall Tower, 60 Wall Street 

Starrett-Lehigh Building, Jith Avenue and 24th Street 
Stern Brothers 

Studebaker Sales Corporation 

Swift & Company 

Three Seventy Lexington Avenue Building, Corner 4ist Street 
Twenty-Nine Broadway 

Varick and Hudson Street Building 

Walton School 

Whelan Drug Stores 

Wilson Building, 274 Madison Avenue 

Brooklyn, National Title Guaranty and Trust Co. 
Brooklyn, Pratt Institute 

Brooklyn, Prospect Heights Hospital 


Muirson Lebel baie ae 
St. George, S. 1, Health Center 


Bronx, N. Y, Fordham Hospital 
Bronx, N: Y. Hillside Housing 
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NEW YORK STATE " 
Amagansett, Grade School 
Brentwood, Pilgrim State Hospital 
Cold Spring, Grade School r 
Cornwal!-on-Hudson, School 
Dannemora, Clinton Prison 
East Rochester, High School 
East Rockaway, High School 
Farmingdale, Farmingdale. High School 
Frankin Squars, Nassau Boulevard School 
Gerden City, Stewart Grade School 
Glens Falls, Schoo) No. | 
Glens Falls, School Ne. 18 eu 
Haverstraw, High School 
Hewlett, Grade School 
Hornell, N. Y. Central Electric Corporation 
Kings Park, Kings Park State Hospital 
Lawrence, Grade School 
Manhasset, L. |., Grace Institute Domestic Science School 
Manhassett, Grade School 
Monticello, High School 
Montrose, Hendrick Hudson School 
Mount. Vernon, School Fifteen 
Mahopac, High School 
New Rochelle, Ferguson Market 
Newburgh, North End Junior High School 
New Rochelle, Park Building 
Orangeburg, Rockland State Hospital 
Ossining, Prison 
Ovid, Certral Schoo! 
Pine Aire, L. |., Pilgritn State Hospital 
Port Byron, Centra School 
Port Chester, High School 
Rockaway Park, Queensboro Gas and Electric Company 
Sewanhaka, High Schcol 
Syracus, Chimes Tower Building 
Syracuse,’ Precision Castings Seman 
Tarrytown, Chevrolet Motors 
Tuckahoe, Eastchester’ High School 
Westbury, School 
Woodbourne,. Medium Security Prison 
Woodmere, School 


CONNECTICUT 


New Haven, Yale University. Graduate School 

New Haven, Yale University Berkeley Dormitory 

New Haven, Yale University Timothy Dwight Dormitory 
New Haven, Yale University Institute of Human Relations 
Norwalk, High School 

Norwalk, Grade School 


DELAWARE 
Dover, Dover School (Colored Students) : 
Marshaliton, Marshallton School 
Wilmington, Equitable Building 
FLORIDA . 
Tampa, Standard Oil Building & 
West Palm Beach, Lakeview Hospital 
GEORGIA a a 
Cordelia, Nannie J. Gillespie Sshool > 
KANSAS > 
Witchita, Art Museurn a 
KENTUCKY 
Louisville, Masonir Widows and Orphans Home e 


Morehead, Morehead School 
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The Sheffield 


The holders illustrated with the Sheffield Line are of the Safety Screwless Type with a processed aluminum re- 
flector. The globe is held from the inside of the neck without the use of the screws or clips. A locking ring holds the 
cover in place. The reflector covers the entire opening of the globe, conserving the light which would otherwise be 
lost in the holder, Stem pendents are equipped with swivel joints. The flowing lines of the fixtures are accentuated 
by the '/>'' diameter stems. 

Vitro fixtures are finished in porcelain enamel, a permanent finish especially recommended for schools, hospitals 
and institutions, 


NOTE:—The following prices are for fixtures wired complete with Underwriters’ Labels. Bronze and chromium prices are for finishing on 
22 gauge brass. For 20 gauge brass, add 45c list for six inch holders and canopies, and 30c list for 4''. Standard overall length of pendent 
hangers, 22", of close-up holders, 4". 


STEM PENDENTS WITH REFLECTING SAFETY HOLDER AND SWIVEL JOINT 
Vitro Add for 


Glass Size Length Bank* Satin Polished White or Semi-Ind. Glass Stand. 
Cat. No. Dia. Fit. Depth Watts Overall Bronze Chrome Chrome Ivory Glasst Only Package 
41 A 9 9x4x7 50-100 i 7.65 8.55 8.85 9.75 1.20 1.35 12 
41 A 12 12x4x9 100-150 29" 9.90 10.80 11.10 12.00 1.50 3.60 4 
61 A 12 12x6x9 150-200 29" 11.10 12.00 12.30 13.50 1.50 3.60 4 
61 A 14 14x6x11 150-200 33) 12.00 12.90 13.20 14.40 3.30 4.50 2 
61 A 16 16x6x12 200-300 34" 14.10 15.00 15.30 16.50 3.30 6.60 I 
6! A 16-M 16x6x12 300-500 35% 15.00 15.90 16.20 17.40 3.30 6.60 | 

Additional Stem, per 6" Length 30 45 .60 90 
CLOSE-UPS WITH REFLECTING SAFETY HOLDER 

42 A 9 9x4x7 50-100 be 5125 5.85 6.15 6.45 1.20 1335 12 
42 A 12 12x4x9 100-150 Ri) 7.50 8.10 8.40 8.70 1.50 3.60 4 
O2L ANIL 12x6x9 150-200 3" 8.70 9.30 9.60 10.20 1.50 3.60 4 
62 A |4 14x6x1 J 150-200 hei 9.60 10.20 10.50 11.10 3.30 4.50 2 
62 A 16 16x6x!2 250-300 16" 11.70 12.30 12.60 13.20 3.30 6.60 | 
62 A |16-M 16xx12 300-500 7a 12.60 13.20 13.50 14.10 3.30 6.60 | 


Fixtures and Glassware Priced F.O.B. Factories. 
M-—Mogul Socket. 
tEtched crystal top, enameled bottom. Prices on decorated globes on request. 


“—Dark Statuary Bronze (Gun Metal), Light Statuary Bronze, and Brushed Brass, can be supplied at the same price as Bank 
Bronze. Special Bronze and Sprayed Enamel finishes can be supplied at ten percent list additional. 


Evectmica. Testing LABORATORIES EvectricaL Tesvinc LABORATORIES 
Naw Yorn N.Y, New Yorx, N. Y. 
Paronr no. LIPTES Onpen no. 63424-S PLATE NO £9) 52 REPORT NO. 140749 ORDER NO. 64596-S PLATE NO. 29405 
CANDLEPOWER DISTRIBUTION CANDLEPOWER DISTRIBUTION 
AO, b-16 S8MI-IMDIRECT CLASS GLOBE* 
Rendered to Pull-O-Lite Company, [ac. NO. A-14 PLAIN GLASS GLOBE 


One unit submitted by client. wr use 






















Lesp ~- 300 watte; 115 Volts; 5430 Lumens; 
PSSS Tuside Froated Oos-Filled Bulb; C-74 
Vilement; Mediux Base; - 


Gensrel Service Lemp - 200 Watts; 115 Volts; 3409 Lumens; PS30 


Inside Frosted Gas-Fill Ag 
Bulb; Medium Base; 
General Service. eg 


Surface covering oe 


globe opening, 
reflection id 
factor 0.70. 





Hanger - Proceased 
aluniouw. 


Weight of Claes - 
5S lode. & oz. 












Uy 
Up 
My 
“yy, 
2eyy 
LL 
ee 
ZG 
A 


White diffusing glass WoNe 
Weight - 2-1b. l5-oz. (ol 
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The Lafayette OCT 15 1938 
Unit 
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Locking Ring 


No. FSP 614 
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The Latayette 


The holders illustrated with the Lafayette Line are the original Full-O-Lite Safety Screwless Holders, consisting 
of a U-shape strap with protruding ears. The globe is held from the inside without the use of screws, springs or clips. 
A locking ring holds the cover in place. A 34" diameter stem with swivel joint is regularly supplied with the pendent 


fixture. 


Vitro fixtures are finished in porcelain enamel, a permanent finish especially recommended for schools, hospitals 


and institutions. 


NOTE:—The following prices are for fixtures wired complete with Underwriters’ Labels. i 
For 20 guage brass, add 45c list for six inch holders and canopies, and 30c list for 4”. 


22 guage brass. 
pendent hangers, 22", of close-up holders, 


Siu 


Bronze and chromium prices are for fin 


STEM PENDENTS WITH STRAP TYPE SAFETY HOLDER AND SWIVEL JOINT 


Length 
Overall 


PRT 


Bank* 

Bronze 
7.20 
7.35 
7.65 
8.10 
9.60 
9.90 
10.20 
11.10 
13.20 
13.80 
17.10 
30 


Satin 
Chrome 


8.10 
8.25 
8.55 
9.00 
10.50 
10.80 
11.10 
12.00 
14.10 
14.70 
18 00 

45 


Polished 


Chrome 


8.40 
8.55 
8.85 
9.30 
10.80 
11.10 


CLOSE-UPS WITH STRAP TYPE SAFETY HOLDER 


5.40 
Biss 
5.85 
6.30 
7.80 
8.10 
8.40 
9.30 
11.40 
12.00 
15.30 


6.00 
615 
6.45 
6.90 
8.40 
8.70 
9.00 
9.90 
12.00 
12 60 
15.90 


6.30 
6.45 
6.75 
7.20 
8.70 
9.00 
9.30 
10.20 
12.30 
12.90 
16.20 


Vitro Add for 
White or Semi-Ind. Add for  Giass 
Ivory Glasst Dec. Glass Only 
9.30 1.20 
9.45 35 
975 1.35 
10.20 2.10 3.30 2.10 
11.70 2.10 4.50 3.60 
12.00 2.10 4.50 3.60 
12.30 2.10 4.50 3.60 
13.20 4.20 5.70 4.50 
15.30 4.50 6.90 6.60 
15.90 4.50 6.90 6.60 
19.20 6.00 9.60 9.90 

90 

6.90 1:20 
7.05 (ee 
7.35 1335 
aM CEE NE Ribose 1h Dies 
9.30 2.10 4.50 3.60 
9.60 2.10 4.50 3.60 
9.90 2.10 4.50 3.60 
10.80 4.20 and), 4.50 
12.90 4.50 6.90 6.60 
13.50 4.50 6.90 6.60 
16.80 6.00 9.60 9.90 


Fixtures and Glassware Priced F.O.B. Factories. 


ishing on 
Standard overall length of 


Stand. 
Package 
12 
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*—-Dark Statuary Bronze (Gun Metal), Light Statuary Bronze, and Brushed Brass, can be supplied at the same price as Bank 


Glass Size 
Cat. No. Dia. Fit. Depth Watts 
F.S.P. 408 8x4x7 50-75 
F.S.P. 409 9x4x8 50-75 
F.S.P. 509 9x5x8 50-75 
F.S.P. 410 10x4x8!/5 75-100 
F.S.P. 412 12x4x10 100-150 
eS Po bh 12x5xl0 150-200 
F.S.P. 612 12x6x 10 150-200 
F.S.P. 614 14xdx1 | 150-200 
F.S.P. 616 16x6x12!/> 200-300 
F.S.P. 616-M 16xbxt2!/5 300-500 
F.S.P. 618-M 18xx14!/ 500 
Additional Stem., Per 6" Length 
F.C, 408 8x4x7 50-75 
F.C. 409 9x4x8 50-75 
Fi.) 509 9x5x8 50-75 
F.C. 410 10x4x8!/5 75-100 
F.C. 412 12x4x10 100-150 
BGui512 12x5x10 150-200 
F.C. 612 12x6x10 150-200 
F.C. 614 14x6x1] 160-200 
F.C. 616 | bxdx1 21/5 200-300 
F.C, 616-M | 6x6x12!/5 300-500 
F.C. 618-M 18x6x14!/5 500- 
M—Mogul Socket. 
t—Homogeneous glass, light top, dense bottom. 

Bronze 


ELECTRICAL TESTING LABORATORIES 
DUPLICATE 
PLATE No, 23749 


New York, N. Y. 

ORDER No. 455]1-S 
CANDLEPOWER DISTRIBUTION 
NO.4914 ~ 14-INCH HYPERION UNIT® 


REPORT No. 48726 


Lamp - 200 Watts; 115 Volts; 3340 Lumens; 
©S30 Clear Gas-filled Bulb; C-9 Fil- 
ament; Medium Base; General Service. 


ors 
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White diffusing glass, 


LUMINAIRE DISTRIBUTION DATA __ 
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Special Bronze and Sprayed Enamel finishes can be supplied at ten percent list additional. 


LIST PRICES HANGERS ONLY: WIRED COMPLETE 


(Less Glass) 


Type "él" with Reflecting Safety Holders 


Stem Pendents and Swivel Joints 


Bank* Satin Polished 
Cat. No Fitter Length Bronze Chrome Chrome 
4| 4" 22 6.30 7.20 7.50 
6] 6" 224, 7.50 8.40 8.70 
61-M 6" 224 8.40 9.30 9.60 
Additional Stem, per 6" Length 30 45 .60 

Close-Ups 
42 4" 4" 3.90 4.50 4.80 
62 6" 4" 5.10 5.70 6.00 
62-M 6" 4" 6.00 6.60 6.90 
Type "F'' with Strap-Type Safety Holders 
Stem Pendents and Swivel Joints 
FSP 400 4" Doe 6.00 6.90 7.20 
FSP 500 OY 227, 6.30 7.20 7.50 
FSP 600 6" 22. 6.60 7.50 7.80 
FSP 660-M 6" 223 7.20 8.10 8.40 
Additional Stem, per 6" Length 30 45 .60 
Close-Ups 

FC 400 4" 4" 4.20 4.80 5.10 
FC 500 oa 4" 4.50 5.10 5.40 
FC 600 6" 5 4.80 5.40 5.70 
FC 660-M 6" Si 5.40 6.00 6.30 


Vitro 
White 
or Ivory 

8.40 
9.90 
10.80 

90 


5.10 
6.60 
7.50 


8.10 
8.40 
8.70 
9.30 

-90 


5.70 
6.00 
6.30 
6.90 


*—Dark Statuary Bronze (Gun Metal), Light Statuary Bronze, 


and Brushed Brass, can be supplied at the same price as Bank Bronze. 
Special Bronze and Sprayed Enamel finishes can be supplied at ten 
percent list additional. 


PRICES SUBJECT TO CHANGE WITHOUT NOTICE 
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Units 
THE CAMBRIDGE 
No. 18 SC 16 

THE OXFORD 

No. 18 RP 16 { 
| Either bowl can be used on either hanger. 
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The Oxford and the Cambridge 
With Semi-Indirect Glass Bowls 


The Oxford and Cambridge Units consist of a hanger of heavy gauge metal, carefully finished, and a decorative 
glass lower bowl. The Oxford bow! is made of dense opal glass, of low surface brightness. It provides a white, dif- 
fused light, with a minimum of glare. The Cambridge bowl is made of a specially treated glass, which is white when 
unlighted and amber when lighted. The light from this unit is therefore white when reflected to the ceiling, and warm 
amber when transmitted through the bowl. The result is a restful light, free from glare. 


The design on the Oxford unit consists of a series of concentric rings around the lower tip of the bowl, with a 
series of leaves around the top, slightly below the edge. The Cambridge bowl is plain except for a feather design 
around the tip. Both units are interchangeable as to hangers, but each is supplied only in the type of glass described 
above. 

Hangers in plated finishes, such as Bank Bronze, Polished Chromium and Satin Chromium are supplied with stems, 
canopies and socket covers to match. Hangers finished in White, lvory, Grey, Blue or Jade Green Sprayed Enamel, 
or in Vitro White or Ivory, have socket covers of satin aluminum and polished chromium swivels. 


THE OXFORD 


STEM PENDENT TYPE WITH SWIVEL JOINT 
Vitro Add for 


Length Bank** Satin Polished White or Toned Glass Stand. 

Cat. No. Diam. Overall Wattage Aluminum* Bronze Chrome Chrome Ivory Glass Only Package 
18 RP 16 16" 28" 150-200 15.60 16.80 17.40 17.70 18.90 1.80 9.60 | 
$28 RP {8-M 1g" 30" 300-500 21.00 22.20 22.80 23.10 24.60 1.50 14.40 | 
38 RP 22-M 22" 320, 750-1000 45.60 47.10 47.70 48.00 49.80 3.90 38.10 | 
Additional Stem, per 6" Length 30 30 45 .60 90 | 


LOW CEILING TYPE WITHOUT STEM 


18 RC 16 16" 13) 150-200 14.70 15.90 16.35 16.65 16.80 1.80 9.60 | 
$28 RC 18-M 18" ioe 300-500 20.10 21.30 25 22.05 22.50 1.50 14.40 | 
38 RC 22-M Ze ig 750-1000 44.70 46.20 46.65 46.95 47.70 3.90 38.10 | 


THE CAMBRIDGE 


STEM PENDENT TYPE WITH SWIVEL JOINT 


18 SP 16 16" 28" 150-200 16.20 17.40 18.00 18.30 19.50 10.20 I 
$28 SP i8-M 1g" 30" 300-500 21.60 22.80 23.40 23.70 25.20 15.00 | 
$28 SP 20-M 20" 2h ih 300-500 33.00 34.20 34.80 35.10 36.60 26.40 | 

38 SP 20-M 20" 32" 750-1000 33.90 35.40 36.00 36.30 38.10 26.40 | 

Additional Stem, 6" Length .30 .30 45 .60 .90 | 


LOW CEILING TYPE WITHOUT STEM 


18 SC 16 16" [gt 150-200 15.30 16.50 16.95 17.25 17.40 10.20 | 
$28 SC 18-M 18” on 300-500 20.70 21.90 22.35 22.65 23.10 15.00 | 
$28 SC 20-M 20° 16" 300-500 32.10 33.30 33.75 34.05 34.50 26.40 | 
38 SC 20-M 20" Wl 750-1000 33.00 34.50 34.95 35.25 36.00 26.40 | 


Fixtures and Glassware Priced F.O.B. Factories. 


**—-Dark Statuary Bronze (Gun Metal), Light Statuary Bronze, and Brushed Brass, can be supplied at the same price as Bank Bronze. 


*—Aluminum fixtures are available in satin aluminum, or in White, Ivory, Grey, Blue or Jade Green sprayed enamel. Any color 
will be matched for an additional charge of ten percent. Vitro fixtures are supplied regularly in White or Ivory; in other colors, at ten 
percent additional. 

Fixtures listed for use with 150-200 watt lamps require one medium socket extension, if smaller lamps are to be used. Extensions 
cen be supplied at a list price of 45¢ each. 
_. Types RP and SP are pendent type with '/>" diameter stem and swivel joint. Types RC and SC are for use under low ceilings, and 
are identical with the pendent type, but less the stem. The approximate difference in length is 15". 


t—Special sockets for use with 150-200-350 watt or 200-300-500 watt two-filament lamps can be supplied with these units at an 
additional list price of 60c each: two-filament canopy switches at $1.80 each, list. 
Fixtures are wired complete with Underwriters’ Labels. 


j PRICES SUBJECT TO CHANGE WITHOUT NOTICE 
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Semi-Indirect Glass 
Units 
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THE EXETER 
No. 18 VC 16 


THE ETON 
No. 18 TP 16 


Either bowl can be used on either hanger. 
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The Eton and The Exeter 
With Semi-Indirect Glass Bowls 


The Eton and Exeter units consist of a hanger of heavy gauge metal, carefully finished, and an efficient dense 
opal glass bowl. The socket cover is long enough to conceal from view the neck of the lamp. The Exeter differs eae 
the Eton only in that it has a metal band of pleasing design, which rests on the bow! itself. This provides a slight 
decorative touch for locations where something more than a plain unit is desired. ‘'‘Trulite’’ is a dense opal bowl of 
light blue color, through which a white light is transmitted, giving the effect of daylight. 


Hangers in plated finishes, such as Bank Bronze, Polished Chromium and Satin Chromium are supplied with stems, 
canopies and socket covers to match. Hangers finished in White, Ivory, Grey, Blue or Jade Green Sprayed Enamei, 
or in Vitro White or Ivory, have socket covers of satin aluminum and polished chromium swivels. 


THE ETON 
STEM PENDENT TYPE WITH SWIVEL JOINT 
Vitro 
Length Bank** Satin Polished White or Add for Glass Stand. 
Cat. No. Diam. Overall Wattage Aluminum* Bronze Chrome Chrome Ivory Trulite Only Package 

ig TP 16 1" 28" 150-200 15.00 16.20 16.80 17.10 18.30 90 9.00 | 
£28 TP 18-M ig" 30" 300-500 20.40 21.60 22.20 22.50 24.00 1.50 13.80 | 
#28 TP 20-M 20" 31" 300-500 30.00 31.20 31.80 32.10 32.60 2.40 23.40 
38 TP 20-M 20" B21 750-1000 30.90 32.40 33.00 33.30 35.10 2.40 23.40 | 
38 TP 24-M 24" 34" 750-1000 70.50 72.00 72.60 72.90 74.70 6.30 63.00 | 

Additional Stem, per 6" Length 30 30 45 .60 90 

LOW CEILING TYPE WITHOUT STEM 
Ig TC 16 16" 13" 150-200 14.10 15.30 15.75 16.05 16.20 90 9.00 l 
$28 TC 18-M 18" 15" 300-500 19.50 20.70 ZS 21.45 21.90 1.50 13.80 | 
428 TC 20-M 20" 16" 300-500 29.10 30.30 30.75 31.05 31.50 2.40 23.40 | 
38 TC 20-M 20" Wi Git 750-1000 30.00 31.50 31.95 32.25 33.00 2.40 23.40 | 
Say at iM 9" 750-1000 69.60 7110. 71.55 71.85 72.60 6.30 63.00 
THE EXETER 
STEM PENDENT TYPE WITH SWIVEL JOINT 

18 VP 16 16" 28" 150-200 30.60 31.80 32.40 32.70 33.90 90 9.00 | 
+28 VP 18-M 18” 30" 300-500 38.40 39.60 40.20 40.50 42.00 1.50 13.80 | 
$28 VP 20-M 20" Bi 300-500 50.10 51.30 BIO 52.20 53.70 2.40 23.40 | 
38 VP 20-M 20" Biz 750-1000 51.00 52.50 53.10 53.40 55.20 2.40 23.40 | 
38 VP 24-M 24" 34" 750-1000 93.30 94.80 95.40 95.70 97.50 6.30 63.00 | 

Additional Stem, per 6'' Length 30 30 45 .60 .90 

LOW CEILING TYPE WITHOUT STEM 

18 VC 16 16" usi 150-200 29.70 30.90 31.35 31.65 31.80 .90 9.00 | 
$28 VC 18-M 18" oH) 300-500 37.50 38.70 39.15 39.45 39.90 1.50 13.80 | 
$28 VC 20-M 20' 16" 300-500 49.20 50.40 50.85 SS 51.60 2.40 23.40 | 
38 VC 20-M 20" Day 750-1000 50.10 51.60 52.05 52.35 53.10 2.40 23.40 | 
38 VC 24-M 24" 19" 750-1000 92.40 93:90 94.35 94.65 95.40 6.30 63.00 | 


Fixtures and Glassware Priced F.O.B. Factories. 


**—Dark Statuary Bronze (Gun Metal), Light Statuary Bronze, and Brushed Brass, can be supplied at the same price as Bank Bronze. 


*—Aluminum fixtures are available in satin aluminum, or in White, Ivory, Grey, Blue or Jade Green sprayed enamel. Any color 
will be matched for an additional charge of ten percent. Vitro fixtures are supplied regularly in White or Ivory; in other colors, at ten 
percent additional. 

Fixtures listed for use with 150-200 watt lamps require one medium socket extension, if smaller lamps are to be used. Extensions 
can be supplied at a list price of 45¢ each. 

Types TP and VP are pendent type with '/2"' diameter stem and swivel joint. Types TC and VC are for use under low ceilings, and 
are identical with the pendent type, but less the stem. The approximate diffeffrence in length is 15". 


t—Special sockets for use with 150-200-350 watt or 200-300-500 watt two-filament lamps can be supplied with these units at an ad- 
ditional list price of 60c each: two-filament canopy switches at $1.80 each, list. 
Fixtures are wired complete with Underwriters’ Labels. 


PRICES SUBJECT TO CHANGE WITHOUT NOTICE 
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Either bow! can be used on either hanger. 
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The Marcy 


The Marcy units consist of a hanger of heavy gauge metal, carefully finished, and a shallow. glass bowl, supported 
by a decorative metal cap. The socket cover is long enough to conceal from view the neck of the lamp. No screws 
or buttons mar the simple lines of the bowl. The metal louver supplied with the type ''E’’ unit rests on the glass bowl, 
and is designed to catch reflected light from the inner surface of the bowl. 


Hangers in plated finishes, such as Bank Bronze, Polished Chromium and Satin Chromium are supplied with stems, 
canopies and socket covers to match. Hangers finished in White, !vory, Grey, Blue or Jade Green Sprayed Enamel, 


or in Vitro White or Ivory, have socket covers of satin aluminum and polished chromium swivels. 


Cat. No. Diam. 
18 FP 14 14 
18 FP 18 18 
$28 FP 18-M 18 
$28 FP 22-M 22 
38 FP 22-M 22 
38 FP 24-M 24" 


EP 
EP 
EP 
EP 
te 
EP 


Hw 
EC 
EC 
EC 
EG 
EC 


Additional Stem, 


THE MARCY 


STEM PENDENT TYPE WITH SWIVEL JOINT 


Length Bank** Satin Polished 
Overall Wattage Aluminum* Bronze Chrome Chrome 
28" 150-200 16.50 18.00 18.90 19.50 

30" 150-200 24.90 26.40 27.30 27.90 

6) [hs 300-500 25.50 27.00 27.90 28.50 

oe. 300-500 56.40 57.90 58.80 59.40 

34" 750-1000 57.60 59.40 60.30 60.90 

34" 750-1000 80.40 82.20 83.10 83.70 

per 6" Length 30 30 45 .60 


LOW CEILING TYPE WITHOUT STEM 


14 |4 13° 150-200 15.60 17.10 17.85 13.45 
18 18° 15) 150-200 24.00 25.50 26.25 28.85 
18-M 18’ 16" 300-500 24.60 26.10 26.85 27.45 
22-M 22 13" 300-500 55.50 57.00 5/65 58.35 
22-M 22 1,97) 750-1000 56.70 58.50 BES 59.85 
24-M 24 97," 750-1000 79.50 81.30 82.05 82.65 
THE MARCY WITH LOUVER 
STEM PENDENT TYPE WITH SWIVEL JOINT 

14 14 30" 150-200 18.00 21.00 22.20 22.80 
18 18 32) 150-200 23.40 30.60 31.80 32.40 
18-M i8 33" 300-500 24.00 31.20 32.40 33.00 
22-M 22 S5i 300-500 42.75 58.50 60.00 60.90 
22-M a2. 36" 750-1000 43.65 59.70 61.00 62.10 
26-M 26" 36" 750-1000 94.50 124.50 126.00 127.50 

Additional Stem, per 6’ Length 30 30 45 .60 

LOW CEILING TYPE WITHOUT STEM 

14 14 15" 150-200 17.10 20.10 21.15 21-75, 
18 18 hie 150-200 22.50 29.70 30.75 31u35 
18-M 18 18" 300-500 23.10 30.30 3138 31.95 
22-M 22 20" 300-500 41.85 57.60 58.95 59.85 
22-M 22 Z iu) 750-1000 42.75 58.80 60.15 61.05 
26-M 26 21’ 750-1000 93.60 123.60 124.95 126.45 


Vitro 


White or 
Ivory 


20.70 
29.10 
30.00 
60.90 
62.70 
85.50 

90 


18.60 
27.00 
27.90 
58.80 
60.60 
83.40 


Glass 
Only 


7.50 
15.30 
15.30 

46,20 
46.20 

69.00 


(50 
15.30 
15.30 
46.20 
46.20 
69.00 


6.00 
9.60 
9.60 
25.80 
25.80 
69.00 


6.00 
9.60 
9.60 
25.80 
25.80 
69.00 


Fixtures and Glassware Priced F.O.B. Factories. 


Stand. 
Package 
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**—-Dark Statuary Bronze (Gun Metal), Light Statuary Bronze, and Brushed Brass, can be supplied at the same price as Bank Bronze. 


*—Aluminum fixtures are available in satin aluminum, or in White, Ivory, Grey, Blue or Jade Green sprayed enamel. 


will be matched for an additional charge of ten percent. Vitro fixtures are supplied regularly in White or Ivory; 
cent additional. 


Fixtures listed for use with 150-200 watt lamps require one medium socket extension, if smaller lamps are to be used. 


can be supplied at a list price of 45¢ each. 


Types EP'and FP are pendent type with '/)"' diameter stem and swivel joint. 


are identical with the pendent type, but less the stem. The approximate difference in length is 15". 


Any color 


in other colors, at ten per- 


Extensions 


Types EC and FC are for use under low ceilings, and 


$—Special sockets for use with 150-200-350 watt or 200-300-500 watt two-filament lamps can be supplied with these units at an ad- 
Gitional list price of 60c each; two-filament canopy switches at $1.80 each, list. 
Fixtures are wired cornplete with Underwriters’ Labels. 

Silver Bowl Lamps can be used with these units. 


PRICES SUBJECT TO CHANGE WITHOUT NOTICE 
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The Marbury 
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The Machuce 


The Marbury Unit is similar to the Marcy in design and construction, except that the Marbury has a deeper, 
flared edge to the bowl. The close-to-ceiling unit is very effective where the ceiling height is limited, while the semi- 


flush Marbury is especially designed for use under balconies and in passage ways. 


STEM PENDENT TYPE WITH SWIVEL JOINT 


Vitro 
Length Bank** Satin Polished White or Glass Stand. 
Cat. No. Diam. Overall Wattage Juminum* Bronze Chrome Chrome Ivory Only Package 
18 GP 14 i4" 30" 650-200 16.50 18.00 18.90 19.50 20.70 8.10 6 
18 GP 18 18" 32" 150-200 26.70 28.20 29.10 29.70 31.20 16.50 6 
$28 GP 18-M 1g" S35, 300-500 27.60 29.40 30.30 30.90 32.70 16.50 6 
Additional Stem, per 6" Length 30 30 45 .60 90 
CLOSE-TO-CEILING TYPE 
GC 14 )4" 151) 150-200 16.20 17.70 18.60 19.20 20.40 8.10 6 
GC 18 18" Ta 150-200 26.40 AY, 28.80 29.40 30.90 16.50 6 
tSC 18-M 1g" 18" 300-500 27.30 29.10 30.00 30.60 32.40 ° 16.50 6 
SEMI-FLUSH TYPE 
GC 14-F 14" 6" 150-200 17.70 18.60 18.90 19.20 8.10 6 
GC 18-F 18" 8" 150-200 27.90 29.10 29.40 29.70 16.50 6 
tGC 18-FM 18" 8" 300-500 29.10 30.30 30.60 30.90 16.50 6 


Fixtures and Glassware Priced F.O.B. Factories. 


**__Dark Statuary Bronze (Gun Metal}, Light Statuary Bronze, and Brushed Brass, can be supplied at the same price as Bank Bronze. 


*—Aluminum fixtures are available in satin aluminum, or in White, Ivory, Grey, Blue or Jade Green sprayed enamel. Any color 
will be matched for an additional charge of ten percent. Vitro fixtures are supplied regularly in White or Ivory; in other colors, at ten 
percent additional. 

Fixtures listed for use with 150-200 watt lamps require one medium socket extension, if smaller lamps, are to be used. Extensions 
can be supplied at a list price of 45c¢ each. 


$—Special sockets for use with 150-200-350 watt or 200-300-500 watt two-filament lamps can be supplied with these units at an 
ditional list price of 60c each; two-filament canopy switches at $1.80 each, list. 

Fixtures are wired complete with Underwriter's Labels. 

Silver Bow! Lamps can be used. with these units. 


i PRICES SUBJECT TO CHANGE WITHOUT NOTICE 
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Units 





All Metal 


THE WEYLIN 
Nov2s, hCG 


ag Metal Louvers 


Glass Bottom 


THE WINDSOR 


No. 28 NP 18 


Aenea eae ARSENIO ONES EIIORE eT Cs ening MUON Seeatn APM On 8 eests “ONLet Arann tela ATi nes nee to hetennenerRennsee SPA eOmeL AARNE tals TAM eSeRi mre lnnets anlar neee hen ieee ta nnamne Anansi A Atnant Nanas etenna ett mgamnn aAMyiten funmsnmenmerinarsranryensercremcatiaranmeunisewaaaarss arre <7\ete 


nnn mene anne name etneet anne tas ne | tat ee ene nd pemee eagen sin ne ete at ne mt 9 








AAD Net ae ener Rt aN aR ne heats mate en oe einen ea eehaNe Aine ees Ant Sy ARetR ARS RHEE IA ORR RT ana INN nha Ein tere an eeneens ieee RanenmEee” 4 tn 


MEN Sec APRs " 


2 seenceneneenen emer meee enn ne ee LC Ct tt 





2 emer ree tan, 








Eaten FTL AAP athe T a AANL INTHE IE Dati tae Sinn get mal ad eATOe ate eta aaah Lae ee renee steno 








OTT CSALEL (ALAARASTAE BOTT ORde nsw na iten rahe dee nin Weiat ante de SiNes tate teen eee St netteeeiee Nee rn sant neta gees See Geen Sm ete ne cinm SAR e NAaRe aan Te ny Reematnanaee a raetanme sO 


wit 9-1-37 see other side por spe ecé Pigs i5 


The Weylin and the Windsor 


The Weylin Indirect is similar to the Wainwright fixture, except that a space is left between the bottom cap and 
the bowi. This allows a small amount of light to illumine the bowl, removing the dead effect of the totally indirect 
fixture. In this fixture, the entire bowl acts as a reflector. 


The Windsor is a semi-indirect fixture, with a flat glass bottom, and an ornamental cap. The sides of this fixture 
consist of two spinnings. The lower is very shallow, and serves to direct the light against the upper. The amount of 
light transmitted through the bottom is nearly equal to that directed upward. 


THE WEYLIN 
STEM PENDENT TYPE WITH SWIVEL JOINT 

Length Glass 

Cat. No, Diam. Overall Wattage Aluminum* Bronze** Vitro Only 
18 HP 14 14" 2a 150-200 18.00 24.90 21.60 
18 HP i8 18" 30" 150-200 19.50 27.90 23.70 
$28 HP 18-M 18" Ey 300-500 20.10 28.50 24.60 
$28 HP 22-M 22" Say 300-500 24.00 34.50 28.80 
38 HP 22-M Taps 33; 750-1000 24.90 35.70 30.30 
38 HP 26-M 26" 35) 750-1000 33.00 48.00 40.50 
Additional Stem per 6° Length 30 30 90 


LOW CEILING TYPE WITHOUT STEM 


18 HC 14 14" 14" 150-260 17.10 24.00 19.50 
18 HC 18 18" 5), 150-200 18.60 27.00 21.60 
$28 HC i8-M 1g" 16" 300-500 19.20 27.60 22.50 
$28 HC 22-M 22" is 300-500 23.60 33.50 26.70 
38 HC 22-M Paper 18" 750-1000 24.00 34.80 28.20 
38 HC 26-M 26" 20" 750-1000 32.10 47.10 38.40 


THE WINDSOR 


STEM PENDENT TYPE WITH SWIVEL JOINT 


18 NP 18 18" 30" 150-200 31.50 53.70 5.10 
+28 NP 18-M 18" aha 300-500 32.10 54.30 5.10 
£28 NP 22-M 22K 32" 300-500 41.10 62.40 8.10 
38 NP 22-M 22" B34 750-1000 42.00 63.60 8.10 
38 NP 26-M 26" a5u 750-1000 57.30 85.50 12.30 

Additional Stem, per 6'' Length 30 30 


LOW CEILING TYPE WITHOUT STEM 


lg NC 18 18" 13: 150-200 30.60 52.80 5.10 
$28 NC 18-M 18" 16" 300-500 31.20 53.40 5.10 
$28 NC 22-M 223; Lin 300-500 40.20 61.50 8.10 
38 NC 22-M 22h 18" 750-1000 41.10 62.70 8.10 
38 NC 26-M 26" 20" 750-1000 56.40 84.60 12.30 


Fixtures Priced F.O.B. Factory. 


“*—-Dark Statuary Bronze (Gun Metal), Light Statuary Bronze, and Brushed Brass, can be supplied at the same price as Bank Bronze. 


“Aluminum fixtures are available in satin aluminum with highlights, or in Whi 
with highlight. Any color will be*matched for an additional charge of ten percent. 
in other colors, at ten percent additional. 

Fixtures listed for use with 150-200 watt lamps require one medium socket extension, 
can be supplied at a list price of 45c each. 

Types HP and NP are pendent type with '/2" diameter stem and swivel joint. Types HC and NC ar 
and are identical with the pendent type, but less the stem. The approximate difference in length is 15". 


hite, Ivory, Grey, Blue or Jade Green sprayed enamel 
Vitro fixtures are supplied regularly in White or Ivory; 


if smaller lamps are to be used. Extensions 

e for use under low ceilings, 
t—Special sockets for use with 150-200-350 watt or 200-300-500 watt tw 

ditional list price of 60c each; two-filament canopy switches at $1.80 each, list. 


Fixtures are wired complete with Underwriters’ Labels. 
Silver Bow! Lamps can be used with these fixtures. 


o-filament lamps can be supplied with these units at an ad- 
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No. 18 MP 16 
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The Wellington 


The Wellington Indirect Fxture is designed for all locations where an indirect unit of pleasing shape is required. 
The bowl is made of heavy gauge aluminum or bronze, sprayed inside with a heat-resisting aluminum paint. Vitro 
bowls are finished white inside, and are guaranteed not to craze, crack or discolor, regardless of heat or atmospheric 
conditions. A processed aluminum reflector, shaped to give maximum distribution of light, can be supplied at an addi- 
tional list of twenty percent. 


; 
‘| 
( 


The Wellington Semi-indirect has a dense opal lower section, designed to give a luminous appearance to the bowl, 
without attendant glare. 


Wellington fixtures are recommended especially for institutions ana department stores. They harmonize effec- 


tively with modern interiors. 4 

. 

WELLINGTON INDIRECT WITH METAL BOWL . 

STEM PENDENT TYPE WITH SWIVEL JOINT | 

Cat.-No. Diam. Length Wattage Aluminum* Bronze** Vitro 

18 MP 16 16" B24 150-200 13.20 15.90 14.40 

£28 MP 16-M 16" 33" 300-500 13.80 16.50 15.30 ’ 

$28 MP 20-M 20" 35) 300-500 18.60 26.40 20.70 

38 MP 20-M 20" 36" 750- 1000 19.50 27.60 22.20 | 

38 MP 26-M 26" EMS 750-1000 30.00 43.50 33.00 
Additionat Stem, per 6" Length 30 30 90 


LOW CEILING TYPE WITHOUT STEM 


18 MC 16 16" 17" 150-200 12.30 15.00 12.30 
$28 MC 16-M 16" 18" 300-500 12.90 15.60 13.20 
£28 MC 20-M 20" 20" 300-500 17.70 25.50 18.60 
38 MC 20-M 20" 2H") 750-1000 18.60 26.70 20.10 
38 MC 26-M 26" 24" 750- 1900 29.10 42.60 30.90 


WELLINGTON SEMI-INDIRECT WITH GLASS BOTTOM 
STEM PENDENT TYPE WITH SWIVEL JOINT 


ee a ee ee 





18 LP 16 16" 32" 150-200 16.20 18.90 17.40 y 
+28 LP 20-M 20"' 35" 300-500 21.60 29.40 23.70 
38 LP 26-M rd 39" 750-1000 33.00 46.50 36.00 

Additional Stem, per 6" Length 30 30 20 


LOW CEILING TYPE WITHOUT STEM 


18 LC 16 16" Uzi; 150-200 15.30 18.00 15.30 
$28 LC 20-M 205 20" 300-500 20.70 28.50 21.60 
38 LC 26-M 26" 24" 750-1000 32.10 45.60 33.90 


Fixtures Priced F.O.B. Factory. 


**—Dark Statuary Bronze (Gun Metal), Light Statuary Bronze, and Brushed Brass, can be supplied at the same price as Bank Bronze. 


*—Aluminum fixtures are available in satin aluminum with highlights, or in White, Ivory, Grey, Blue or Jade Green sprayed enamel 


with highlight. Any color wil be matched for an additional charge of ten percent. Vitro fixtures are supplied regularly in White or Ivory; 
in other colors, at ten percent additional. 


Fixtures listed for use with 150-200 watt lamps require one medium socket extension, if smaller lamps are to be used. Extensions 
can be supplied at a list price of 45¢ each. 


Types LP and MP are pendent type with '/)"" diameter stem and swivel joint. Types LC and MC are for use under low ceilings, 
and are identical with the pendent type, but less the stem. The approximate difference in length is 15". 


t—Special sockets for use with 150-200-350 watt or 200-300-500 watt two-filament lamps can be supplied with these units at an ad- 
ditional list price of 60c each; two-filament canopy switches at $1.20 each, list. 


Fixtures are wired complete with Underwriters’ Labels. 


Silver Bowl Lamps can be used with these units. 
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THE SURRY 
No. 18 XC 18 


All Metal 


THE SUSSEX 


No. 18 WP 18 
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The Sussex and the Surry 


The Sussex Indirect is a two-louver fixture of pleasing design, arranged so that a small amount of light is reflected 
to the outer surface of the upper louver. The Surry is similar to the Sussex, except that a Trulite Glass Bowl is used 
in place of the lower louver. This allows the passage of considerable light directly to the working plane. The blue 
tint to the Trulite Bowl gives a color-correcting value to the transmitted light. 


THE SUSSEX WITH METAL LOUVERS 
STEM PENDENT TYPE WITH SWIVEL JOINT 


Length ee re Bowl 

Cat. No. Diam. Overall Wattage Alummaum Bronze. Vitro Only 
18 WP 14 14° 30" 150-200 16.50 20.10 18.00 
18 WP 18 1g" B34 150-200 18.00 24.90 19.80 
£28 WP 18-M 13" 34" 300-500 18.60 25.50 20.70 
428 WP 24-M 24" 864 300-500 27.00 46.80 30.00 
38 WP 24-M 24 EWS 750-1000 27.90 48.00 31.80 
Additional Stem, per 6° Length 30 30 90 


LOW CEILING TYPE WITHOUT STEM 


18 WC 14 14." 15" 150-200 15.60 19.20 16.90 
18 WC 18 18” 18" 150-200 17.10 24.00 17.70 
$28 WC 18-M 18" Me ie: 300-500 17.70 24.60 18.60 
$28 WC 24-M 24" 20y 300-500 26.10 45.90 27.90 
38 WC 24-M 24" 22% 750-1000 27.00 47.10 29.70 


LOUVER BRACKET 
WB 7 nity 25-50 30.00 30.00 


THE SURRY WITH TRULITE BOWL ! 
STEM PENDENT TYPE WITH SWIVEL JOINT 


18 XP 14 14" 301 150-200 15.00 18.00 16.50 2.40 
18 XP 18 18" 33) 150-200 16.50 22.80 18.30 2.40 
$28 XP 18-M 18" 34" 300-500 17.10 23.40 19.50 2.40 
$28 XP 24-M 24" 36" 300-500 24.90 42.60 27.30 3.30 
38 XP 24-M 24" oH 750-1000 25.80 43.80 28.80 3.30 
Additional Stem, per 6" Length 30 30 90 


LOW CEILING TYPE WITHOUT STEM 


18 XC 14 14" Eo 150-200 14.10 17.10 14.40 2.40 
18 XC 18 18" 18" 150-200 15.60 21.90 16.20 2.40 
£28 XC 18-M 18" 19" 300-500 16.20 22.50 17.40 2.40 
£28 XC 24-M 24" ale 300-500 24.00 41.70 25.20 3.30 
38 XC 24-M 24" 22 750-1000 24.90 42.90 26.70 3.30 


Fixtures Priced F.O.B. Factory. 


**__Dark Statuary Bronze {Gun Metal), Light Statuary Bronze, and Brushed Brass, can be supplied at the same price as Bank Bronze. 


*Aluminum fixtures are available in satin aluminum with highlights, or in White, Grey, Blue or Jade Green sprayed enamel with 
highlight. Any color will be matched for an additional charge of ten percent. Vitro fixtures are supplied regularly in White or Ivory; in 
other colors, at ten percent additional. 


Fixtures listed for use with 150-200 wat lamps require one medium socket extension, if smaller lamps are to be used. Extensions 
can be supplied at a list price of 45¢ each. 


Types WP and XP are pendent type with |/2'' diameter stem and swivel joint. Types WC and XC are for use under low ceilings, and 
are identical with the pendent type, but less the stem. The approximate difference in length is 15". 


$—Special sockets for use with 150-200-350 watt or 200-300-500 watt two-filament lamps can be supplied with these units at an ad- 
ditional list price of 60c each; two-filament canopy switches at $1.80 each, list. 


Fixtures are wired complete with Underwriters’ Labels. 


Silver Bowl Lamps can be used with these units. 
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Units 


THE STRATFORD 
No. 18 YC 18 


All Metal 


THE SALISBURY 
No. 18 YP 18 
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The Salisbury and the Stratford 


The Salisbury is similar to the Sussex, except that an extra louver is added. The Stratford has a Trulite Glass 
Bowl, in place of the bottom metal louver. The blue tint to the Trulite Bowl gives a color-correcting value to the trans- 


mitted light. 


THE SALISBURY WITH METAL LOUVERS 


STEM PENDENT TYPE WITH SWIVEL JOINT 


Length Bow! 

Cat. No. Diam. Overall Wattage Aluminum* Bronze** Only 
18 YP 18 1g" 2h 150-200 23.70 27.90 
$28 YP 18-M 18" Bi2a 300-500 24.30 28.50 
$28 YP 24-M 24" 34" 300-500 36.00 42.60 
38 YP 24-M 24" Efe 750-1000 36.90 43.80 
Additional Stem, per 6" Length 30 30 


LOW CEILING TYPE WITHOUT STEM 


18 YC 18 18" We 150-200 22.80 27.00 
$28 YC 18-M 18" Litt 300-500 23.40 27.60 
$28 YC 24-M 24" hel 300-500 35.10 41.70 
38 YC 24-M 24" rate 750-1000 36.00 42.90 


LOUVER BRACKET 
YB 12 Fa 50-100 40.50 40.50 


THE STRATFORD WITH TRULITE BOWL 


STEM PENDENT TYPE WITH SWIVEL JOINT 


18 ZP 18 18" 32" 150-200 22.80 27.00 2.40 
$28 ZP 18-M 18" B20 300-500 23.40 27.60 2.40 
$28 ZP 24-M 24" 34" 300-500 35.10 41.70 3.30 

38 ZP 24-M 24" 36" 750-1000 36.00 42.90 3.30 

Additional Stem, per 6" Length 30 30 


LOW CEILING TYPE WITHOUT STEM 


18 ZC 18 18" 17" 150-200 21.90 26.10 2.40 
$28 ZC 18-M 13" Was 300-500 22.50 26.70 2.40 
£28 ZC 24-M 24" fees 300-500 34.20 40.80 3.30 
38 ZC 24-M 24" 2} 750-1000 35.10 42.00 3.30 


Fixtures Priced F.O.B. Factory. 


**_Dark Statuary Bronze (Gun Metal), Light Statuary Bronze, and Brushed Brass, can be supplied at the same price as Bank Bronze. 


*—Aluminum fixtures are available in satin aluminum with highlights, or in White, Ivory, Grey, Blue or Jade Green sprayed enamel 
with highlight. Any color will be matched for an additional charge of ten percent. Vitro fixtures are supplied regularly in White or ivory; 
in other colors, at ten percent additional. 


Fixtures listed for use with 150-200 watt lamps require one medium socket extension, if smaller lamps are to be used. Extensions 
can be supplied at a list price of 45c¢ each. 

Types YP and ZP are pendent type with '/2" diameter stem and swivel joint. Types YC and ZC are for use under low ceilings, 
and are identical with the pendent type, but less the stem. The approximate difference in length is 15". 


$—Special sockets for use with 150-200-350 watt or 200-300-500 watt two-filament lamps can be supplied with these units at an ad- 
additional list price of 60c each; two-filament canopy switches at $1.80 each, list. 

Fixtures are wired complete with Underwriters’ Labels. 

Silver Bowl Lamps can be used with these units. 
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Exterior Lanterns 
Brackets and Pendants 


B 10 and B 11 made from 16 ga. sheet 
bronze, finished Black and Brass. B 12 and 
B 13 made from cast and sheet bronze, natural 
Bronze Finish. 









38” OA, Cage, 16x26 675.00 


No. B 13 
25” OA, Cage 10x20 540.00 


No. B 10 
32”. OA, Cage 15x20 300.00 


No. B: 11 
21” OA. Cage 11x20 165.00 





24” OA, 16” Body, 6” CRI Cylinder 99.00 
: Satin Chrome Finish 


Hanging lanterns can be supplied at the same price as brackets. Other sizes and finishes of all types furnished on special order. 
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The Kenmore 
Unit 


Finishes—Antique Iron, Half Polished Iron, Pewter and Brass. 


Others on special order. 








THE KENMORE 
With 12” Prismatic Lenses. 


Cat. No. Lights Type Size Wattage Price 


KMP Pendent 26x26 400-800 150.00 
KMC Surface 26x26 400-800 123.00 
KMP Pendent 26x13 200-400 103.50 
KMC Surface 26x13 200-400 82.50 


Nn» 
Np LP PP 


With 814” Prismtaic Lenses 


Pendent 19x19 300-600 127.80 
Surface 19x19 300-600 103.50 
Pendent 19x10 150-300 90.00 
Surface 19x10 150-300 72.00 


Fixtures Priced F.O.B. Factory. 


KMP 4 
KMC 4 
KMP 2- 
KMC 2 


NNS 





Fixtures are wired complete, with Underwriters’ Labels. 
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Finishes—Antique Gold, Pewter and Gold, Bank Bronze. 
Others on special order. 
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THE KENWOOD i 
With 12” Prismatic Lenses i 
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CARMAN SIS 


Cat. No. Lights Type Size Wattage Price 


KWP 4 Pendent 26x26 400-800 270.00 
KWC 4 Surface 26x26 400-800 210.00 
KWP 2 Pendent 26x13 260-400 192.00 
KWC 2 _ Surface 26x13 200-400 150.00 











Nw 








With 8!4” Prismatic Lenses 


Pendent 19x19 300-600 237.00 
Surface 19x19 300-600 183.00 
Pendent 19x10 150-300 168.00 
Surface 19x10 150-300 132.00 


Fixtures Priced F.O.B. Factory. ———_ einewerbtrs 6 PL 


KWP 4-A 
KWC 4-A 
KWP 2-A 
KWC 2-A 


Glass Panels 


Nn} 


A a i 
Fixtures are wired complete, with Underwriters’ Labels. @ y 


When ordering, please give spacing of outlets, ceiling height, and approximate fixture length, as well as wattage desired. 
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The Belmore 
Unit 


Finishes—Pewter and Gold, or.Pewter. 
Others on special order. 
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THE BELMORE 
With 12” Prismatic Lenses 


Cat. No. Lights Type Size Wattage Price 


BMP Pendent 26x26 400-800 156.00 
BMC Surface 26x26 400-800 129.00 
BMP Pendent 26x13 200-400 109.50 
BMC Surface 26x13 200-400 88.50 


Nd SP > 
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With 8'4”’ Prismatic Lenses 


BMP 4-A 4 Pendent 19x19 300-600 133.80 
BMC 4-A 4 Surface 19x19 300-600 109.50 
BMP 2-A 2 Pendent 19x10 150-300 96.00 ~<—Glass Panels 
BMC 2-A 2 Surface 19x10 150-300 78.00 


Fixtures Priced F.O.B. Factory. 
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Fixtures are wired complete, with Underwriters’ Labels. 


BMP 4 


When ordering, please give spacing of outlets, ceiling height, and approximate fixture length, as well as wattage desired. Bi 
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The Belaire 
Unit 





Finishes—Pewter and Gold, or Pewter. 
Others on special order. 
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THE BELAIRE 


With 12” Prismatic Lenses 


Cat. No. Lights Type Size Wattage Price 


BLP 4 Pendent 26x26 400-800 195.00 mn 
BLC 4 Surface 26x26. 400-800 ~——159.00 Ae 
BLP 2 Pendent 26x13 200-400 139.50 ak 
BLC 2 Surface 26x13 200-400 111.00 
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With 8!” Prismatic Lenses 
Pendent 19x19 300-600 168.00 if ; hi i 
Surface 19x19 300-600 135.00 i if 4p) jess at 
Pendent 19.10 150-300 123.00 Fae eae Bide 7 Si fry, Glass Ranels 
Surface 19x10 150-300 96.00 


Fixtures Priced F.O.B. Factory. 
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Fixtures are wired complete, with Underwriters’ Labels. 


When ordering, please give spacing of outlets, ceiling height, and approximate fixture length, as well as wattage desired. 
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Flush Box Fixtures 
WITH PRISMATIC LENSES 


Leen e Arata erat eenann Po MbE Lanter 





Wattage Box Sizes Frame Sizes Sprayed Add for 
Cat. No. Lens Each Lens Depth Width Length Width Length Aluminum Reflectors 
FL 100 1-8!/." * 100-150 8l/."" ihn ie 12'/5"' 12'/2" 32.70 3.60 
FL 10! 1420" *}50-200 1ol/n" 141/." 14/5" 16" 16" 39,30 5.10 
FL 102 ied 2ry 300-500 12" 141/," 14l/" 16" 16" 39.90 5.10 
FL 200 2-8!/,"' * 100-150 gi/5" 9\/5"" 1g!/." 10'/." 91/2" 49.20 7.20 
FL 201 2-12)" * 150-200 10'/"" 3) 25\/5" 14" 26!/5"" 59.10 10.20 
FL 202 2-12)" 300-500 aa Ey 25'/" 14" 26!/5"' 60.00 10.20 
FL 300 3-8!/" *100-150 8\/."" 9l/5"" 27\/." 10!/."" 28!/>"' 69.60 10.80 
FL 301 3242 0 * 150-200 10!/" 37 38" 14" Bee 83.70 15.30 
FL 302 Sal Zi 300-500 2s I3if 38" 14" che 85.20 15.30 
FL 400 4.8!/5" *100-150 8l/2"" 1gl/." 1gl/." 191." 191/5" 92.70 14.40 
FL 401 412°" * 150-200 1oi/>" 251/," 251/5" 26!/>" 26!/>" 124.50 20.40 
FL 402 Ak aitt 300-500 12" 25!/2" 25!/5"" 26!/5" 26!/5"' 129.00 20.40 


Fixtures Priced F.O.B. Factory. 


*—Use one socket extension, when using the smaller wattage lamp. 


Boxes are constructed of 16 gauge steel, finished aluminum inside, black outside. Faces are constructed of 16'' gauge steel, finished 
aluminum. Sprayed bronze or ivory can be supplied at the same price. 


One-light fixtures have hinged faces. Fixtures of more than one light are lamped by sliding one lens over the other. 
Reflectors are not supplied except for an additional charge. They are made of processed aluminum, properly shaped. 


Boxes are provided with knockouts, which can be used for ventilation. Asbestos covering will be supplied on order only, and will be 
billed at cost. 


All fixtures listed above have lamps in vertical position. Fixtures with lamps in horizontal position can be supplied if required. 
Bronze or chromium faces can be supplied on special order. Prices on request. 
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PRICES SUBJECT TO CHANGE WITHOUT NOTICE 
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Exposed Box Fixtures 
WITH PRISMATIC LENSES 





Wattage Bank Satin Sprayed Add for 
Cat. No. Lens Each Lens Depth Width Length Frame Bronze Chrome Aluminum Reflectors 
CL 100 1-8!/5" * 100-150 8\/." 12" by Hinged 53.10 54.30 36.00 3.60 
CL 101 1-12" * 150-200 10l/,"' 151/54" 15/4" Hinged 57.60 59.10 39.60 5.10 
CL 102 EST rd fi 300-500 ea 15!/"" 15'/5" Hinged 59.40 60.90 41.40 5.10 


CL 200 2-8!/5"" * 100-150 8!/5"' 10" 1834" Solid 78.90 80.40 54.30 7.20 
CL 201 Deli *150-200 10'/2" 131," 255%," Solid 89.70 91.20 61.80 10.20 
CL 202 PENIVES 300-500 #24, 13/4" 259%4"" Solid 92.10 93.60 63.30 10.20 


CL 300 3-8l/," *100-150 gl/,"' 10" 27'/5"' Solid 98.40 99.90 79.20 10.80 
CL 301 By alin * 150-200 10!/5"" 13'/5"" 38" Solid 112.50 114.00 91.80 15.30 
CL 302 302i 300-500 25 13175" 38" Solid 116.10 118.50 94.20 15.30 


CL 400 4-8|/5" *100-150 8\/5"' 1834," 1834," Solid 130.50 132.00 96.00 14.40 

CL 401 4-|2 " *|50-200 10!/>"' 2534" 253/,"' Solid 159.00 160.50 115.50 20.40 

CL 402 4-12 "' 300-500 a2 2534" 253%," Solid 160.50 162.00 117.00 20.40 
Fixtures Priced F,O.B. Factory. 


*—Use one socket extension, when using the smaller wattage lamp. 


$—This finish is on steel, instead of brass, and is recommended where the fixture is to be painted to match the ceiling. A sprayed 
bronze can be supplied at the same price. 


Reflectors are not supplied except for an additional charge. They are made of processed aluminum, properly shaped. 


Boxes are, made of 20. gauge brass or steel. One light fixtures have hinged faces. Fixtures of more than one light are relamped 
by sliding one lens over the other. 


All fixtures listed above have lamps in vertical position. Fixtures with lamps in horizontal position can be supplied if required. 
Prices on request. 
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Metal 


No. GC 14 FL 150-200 Watt 22.50 List 
No. GC 28 FLM 300-500 Watt 32.40 List 
Either unit regularly furnished in 
Aluminum or Sprayed Bronze. 
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Glass 


No. 18 GP 14 L_ 150-200 Watt 21.00 Lis 
PA 4 t 
No. 28 GP 14 LM 300-500 Watt 31.20 List 


Box 19x7x4 
Face 20x8, Sprayed 
Aluminum or 
Sprayed Bronze. 
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No. WCL 200 150-200 Watt 27.00 List 


No. WL 200 150-200 Watt 25.00 List 4 \ 
No. WCL 300 300-500 Watt 39.00 List 


Box 10” Diam., 12” Deep 


No. WL 300 300-500 Watt 34.50 List 


Box 12” Diam., 1314” Deep Either unit regularly finished in 


Aluminum or Sprayed Bronze. 


5 Gee Metal 


No. 18 WP 14 L_ 150-200 Wart 21.00 List 
No. 28 WP 18 LM 300-500 Watt 25.50 List 





Blackboard Reflector, wired four lights, 30” long, 51.00 List. 
Regularly furnished in Chrome; Satin Chrome outside. 
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Full-O-Lite Institutional Fixtures 


CLOSEUP AND PENDENT am 
Seer 
RLM REFLECTORS Se 
CLOSEUP TYPE FOR 4'' OUTLET BOX 
Cat. No. Diam Watts List Price 
REWI2 12" 75 7.20 
RC 13 {2's 100 7.20 
RC 14 14" 150 7.50 
RC 16 16" 200 8.70 
RC 18 1g" 300-500 11.10 
RC 20 20 750-1000 15.00 


PENDENT TYPE WITH ALIGNER AND 2' STEM 


RP 12 Wat! 75 9.90 
RP 13 12" 100 9.90 
RP 14 14" 150 10.20 
RP 16 16" 200 11.40 
RP {8 18" 300-500 13.80 
RP 20 20" 750-1000 17.70 


Additional stem, Cadmium at 90c per ft. 


GUARDED HEMISPHERE 


Ceiling Diameter 12" 
Glass Diameter 10" 





Depth 8" 
Bank Globe 
Cat. No. Watts Lights Bronze Only 
GH 100 50-100 | 21.60 3.30 
GH 200 100-200 2 22.20 3.30 


EXIT FIXTURES 


RUBY LETTERS ON GREEN GLASS 





C 301-E C 301-C 
Bank Satin Globe 
Cat. No. Description Bronze Chrome Vitro Only 
FSP 301-C Stern Pendent 8.70 9.75 10.20 3.30 
C 301-E Wall Bracket 5.70 6.00 6.45 3.30 
C 301-C Clade UP type a) S:70) 4001/6145) el aa0 


EXIT ROUNDEL 
WITH RUBY GLASS 





Bank’ Satin Pol. 
Bronze Chrome Chrome 
13.50 15.90 16.20 
EVG Guarded 18.90 21.30 21.60 


For letters filled in black, add 2.70 list. 


All fixtures are wired complete, with Underwriters’ Labels. 


FLUSH TYPE 


A—Outside Dia. of Frame 
B—Exposed Wired Glass Dia. 
C—Ceiling Cutout Required 








D—Depth required to bottom of 


Outlet Box 
Cat.No. Watts Lts. <A B (e D Plain Guard. 
C 106-S 60 =| Ol > aoe 83/9" 7!/g"' 18.00 20.25 
C 108-S FOG! 1 Ric Ue 3B 103"! 834" 20.40 23.10 
C1 00.S ON ISOACE PO sibaIGhe. LOM 280" lo paataoe amtneige 
Co 11225 DOG Wee BBW G EL ie Ln Ea aaty tin bo aathn tan) 30 iiaaeaet 


MATERIAL:—Frame spun from brass, finished white or ivory 
enamel, bank bronze or statuary bronze. Back box made of gal- 
vanized iron. Reflector finished in porcelain enamel. 

Guarded fixtures are designated as C 106 S.G., etc. 


PENDENT GYNASIUM 
FIXTURE 


with shock 
aligner. 
MATERIAL:—Reflector, por- 


celain enamel. Stem and aligner, 


proof outlet box 





cadmium. Frame, spun brass, 
finished green enamel. Wired 
glass lens. 





Wattage—300-500 watts. 


Cat No. F. G. 500 List Price $30.00 
With Heavy Guard $45.00 


NOTE:—Standard overall length of gym fixture is four feet. 
For additional stem and wire, add 60c per foot list. 





SURFACE TYPE 


A—Ceiling Diameter 
B—Depth 
C—Bottom Diameter 


D—Exposed Wired Glass Dia. 





Guard. 
75.00 


Watts Lts. ANU Hac D Plain 
300-450 3 20) 7 Ss ee 2560.00 


Cat. No. 
FGC 500 


GYMNASIUM GUARDS 


Guards are constructed of 
heavy material, with 4!/2'' bottom 
hole for relamping. 





PRICES SUBJECT TO CHANGE WITHOUT NOTICE 
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S#leZe ers STRAP GUAR WIRE GUARD 
WL WL aera 2 -Pe, | Pe. Hinged 
12x10 10x12 14:f0 16.50 7.80 9.30 
14x12 12x14 16.80 19.20 8.70 10.20 
16x14 14x16 21.00 23.40 10.20 12.00 
18x16 16x18 24.00 26.40 11.25 13.50 
20x18 18x20 25.20 27.60 13.50... 245.75 
22x20 20x22 27.00 29.40 15.00 17.25 
24x22 22x24 31.50 33.90 18.00 20.25 
F.O.B. Factory. 
9-|-37 


Full-O-Lite Fixtures for Low Ceilings 


ALL SPININGS 20 GAUGE BRASS 














LT 
FLAT CEILING COLLAR CEILING COLLAR 
WITH KNOCKOUT FOR CANOPY SWITCH Gat Dis: As Bis nhs atin Pol. 
‘ ; No. Fitter Canopy Depth LightsBronzeChrome Chrome Vitro 
Dia. Bank — Satin Pol. PAOD LN a ee pete OLA |. 4.20 4.50 4.65 4.95 
Fitter Canopy Depth Bronze Chrome Chrome C 600 Hash 9" ath j 4.80 5.10 5.25 5.55 
C 131 31/4" 5" 72" 3.90 4.05 4.20 Pe bbO Le RBH ees 3" 5.70 600 6.15 6.45 
C 14I uf 6" 1%" 4.20 4.50 4.65 C 101 10" Ss 2h" | 9.00 9.60 9.90 10.50 
Sores 5" At 2" 4.80 5.10 S25 C 102 10" 13" ay 2 10.20 10.80 11.10 11.70 
C 16l 6 8 2 5.10 5.40 5,50 C 103 12) (3) Pe 3 12.30 13.05 13.35 13.95 
Colas Hime OF an 5.70 6.00 6.65 *Mogul Sockets 
CORRIDOR FIXTURE COMPLETE 
HINGED CEILING FIXTURE 
Bank Satin Pol. Vitro Glass 
GatauyDiass Dias Bank Satin Pol. Glass Cat. No Diam. Globe Depth Lights Bronze ChromeChrome Only 
No. Can. Globe Depth Lights Bronze Chrome Chrome Only Cis06nni Sk 6" 55 SOS OLEm a OO UE U7 4.05 90 
Lire Oi 8" 6" 2 11.40 12.00 12.30 2.10 C 709 8l/" 9” | 5I/" | 8.10 8.40 8.55 9.00 2.70 
FiGtOeul2e 10" a 2 15.30 15.90 16.20 3.30 CAO ahs 12" 6'/5" | 14.10 14.70 15.00 15.60 5.10 
ahaa PA AE Be 25 8" 2 22.20 22.80 23.10 5.10 CHNORZ bilgi 25 6" 2 15.30 15.90 16.20 16.80 5.10 
HC 14 16" 14" Ou 3 28.50 29.40 30.00 6.45 Gat? 4s: 14" “AN 3 18.75 19.50 19.80 20.40 6.45 
. CP 120 CP 120 D CP 0120 CP 0120 D 
Bank Satin Pol. Glass Add For 
Cat. No. Diam. Glass Depth Lights Bronze Chrome Chrome Only Dec. Glass 
CP 100 (or) CP 0100 kee 10" 43/,"' 2 11.10 11.70 12.00 3.30 3.45 
CP 2OClonaGe 020 ion {2% Sy 2 13.80 14.40 14.70 5.10 5.10 
CP 140 (or) CP 0140 55 14" 6" 3 18.00 18.60 18.90 6.45 5.7 
CP 160 (or) CP 0160 ay 16" 6!/,"' 3 25.20 26.10 26.70 8.25 7.05 
CP 180 (or) CP 0180 io3 18" 7V/o"' 3 40.50 41.40 42.00 13.05 9.45 
VAPOR PROOF FIXTURES 
CAST BRASS WITH HEAVY SCREW GUARD 
Cat.No. Watts Black Cadm. 
FVC 60 40-60 10.50 11.40 
FVYC 100 75-100 11.10 12.00 
ae ines FVC 200 150-200 18.00 19.80 LOCKER ROOM AND SHOWER FIXTURE 
FYB 60 40-60 PAN Oa Sca0 WITH HEAVY CAST FLANGE, VAPORPROOF, 
FVB 100 75-100 14.70 15.90 WITHOUT GUARD, FOR 3!% or 4" BOX 
FVB 200 150-200 23.10 25.50 atten CENA ee eel NAN da Ate 
FYP 60 40-40 9.00 9.96 FVYCS 60 40-60 8.40 9.90 
FVB 100 FVP 100 75-100 9.60 10.50 EVICS |,100 ee vi) ea 
; ; FYCS 200 150-200 15.00 16.50 


FVP 200 150-200 16.80 18.60 


EXIT BOXES WITH RUBY LETTERS ON FLASHED OPAL PANELS 


Bank Bronze 





CAT. NO. 5722 Cat. No. Description Letters Face Box Depth Steel Brass 
5722 Plain Flush Type 5" 14x8 12'/ox6!/2 3" 9.00 11.70 
FLUSH 6722 Plain Flush Type 6" 149/41 21/5 x8'4 3" 10.50 16.20 
8722 Plain Flush Type 8 [Sxl I 133%4xl0l4 3/0" 12.90 20.10 
5700 Guarded Flush Type 5 14x8 12'/>x6!/> 34 11.10 16.20 
6709 Guarded Flush Type 6" 14x9\/4 12'/ox8!/4 Bi 12.30 17.70 
i 8700 Guarded Flush Type 8" ISxt IY 1334x104 3m" 16.20 25.80 
EX CAT. NO. 5117 : is 
S17 Plain Surface Type 5 12x6 3 7.20 9.30 
SURFACE 6117 Plain Surface Type 6 12x734 it 8.40 11.10 
8117 Plain Surface Type 8 13x9!/ 3/0" 9.90 13.20 
All fixtures are wired complete with Underwriters’ Labels. F.O.B. Factory. 
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Full-O-Lite Brackets and Beamlites 


MADE FROM 20 GAUGE BRASS 


BRACKETS WITH 





CAST ARMS 
FAB 201-B FAB 2502 
Bank Satin Pol. Glass 
CattNe Bronze Chrome Chrome Vitro Only 
FAB 2502 6.15 6.45 6.60 6.45 Wh, 
FAB 201-B 5.40 5.70 5.85 5.70 
FAB 5.40 5.70 5.85 5.70 


Diameter of Canopy — 4!/5" 
Extension to Center of Socket -—— 4!/g" 


DEEP BEAMLITES 








FBL 201-B 


FLB 2504 
Globe Bank Satin Pol. Glass 
Cat. No Size Bronze Chrome Chrome Vitro Only 
FBL 2504 6x37, 3.30 3.45 3.60 3.45 TD 
FBL 2505 7x4\/5 3.45 3.60 3.75 3.60 90 
FBL 2506 8x5 3.75 3.90 4.05 3.90 1.20 
FBL 201-B — 78 2.70 2.85 2.70 


Fixture 434" Diam. by 3'4"" Deep — Fits 3'/4"" or 4" Box 





aN 


FSB 601-M (Metal) 


FSB 2501 (Glass) . FBL 2507 

Bank Satin Pol. Glass 
Cat. No. Bronze Chrome Chrome Vitro Only 
FSB 60!1-M 5.70 6.15 6.30 6.60 
FSB 250) 5.10 5.40 565 5.85 90 
FSB 4.20 4.50 4.65 4.95 
FBL 2507 3.45 3.60 3.75 3.60 90 
*FBL 2507-C 4.50 4.65 4.80 4.65 90 


Diameter of FSB Canopy—4'/p". Extension to Swivel—3!/,". 
*Bracket with convenience outlet. 


Add for porcelain pull chain sockets on bracket, $1.20, for 
pin switches, 45c. 


Fixtures priced F.O.B. Factory. 





SHORT BRACKETS ce) 
FB 2503 FB 201-B 3 
Bank Satin Pol. Glass 
Cat. No. Bronze Chrome Chrome Vitro Only 
FB 2503 5.10 5.40 50 5.40 90 
FB 20!-B 4.20 4.50 4.65 4.50 
FB 4.20 4.50 4.65 4.50 


Diameter of Canopy — 4!/5" 
Extension to Center of Socket — 2!/5" 


SHALLOW BEAMLITES 





Sota eee 
2 
FCL 2508 FCL 201-B (Ha 
Globe Bank Satin Pol. Glass 
Cat. No. Size Bronze Chrome Chrome Vitro Only 
FCL 2508 5x4 3.45 3.60 3.75 3.60 1.20 
FCL 2509 8x43 3.90 4.05 4.20 4.05 1.65 
FCL 2510 9x6 4.35 4.50 4.65 4.50 2,10 
FCL 201-B — 2:25 2.40 2.55 2.40 


Fixture 2" Deep. Specify Box Diameter. 
Canopy Diameter for 3!/4"' Box — 4'': 4"' Box, 5" 
Keyless Only. 


NOT VAPORPROOF 


C 133 





BULLET SHAPE BRACKETS 


Globe Bank Satin Pol. Glass 
Cat. No. Size Bronze Chrome Chrome Vitro Only 
FGB 133 3/ox4"/y 5.70 6.00 6.15 6.30 1.05 
FGB 144 4x6!/> 6.60 6.90 7.05 7.20 1.80 
FGB 155 5x8 7.35 7.65 7.80 Tas 2.40 


FGB 166 6x10!/ 8.55 8.85 9.00 au 3.30 


BULLET SHAPE CEILING FIXTURES 


Cat. No. Overall 

C 133 5" 3.45 3.60 3.75 3.90 1.05 
C 144 aie 4.50 4.65 4.80 4.95 1.80 
C 155 8!/>"" 5.40 5.55 5.70 5.85 2.40 
C 166 We 6.60 6.75 6.90 7.05 3.30 


Add for Canopy Switch on Bullet Fixtures, $1.80. 


IBY prt Specify whether keyless, pull chain, or pin switch, and give diameter of box on which fixtures are to be installed. — 
3/q_' or 4°"). 


All fixtures are wired complete with Underwriters’ Labels. 


PRICES SUBJECT TO CFIANGE WITHOUT NOTICE 
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Screw Type Fixtures 
With Opal Glass | 
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WITH OPAL GLASS 









BY GSP 3410 9x4x5 38 50-100 40" 6.75 7.20 1.20 nee 
vit GSP 3412 12x4x7 3g 100-150 42" 8.25 8.70 2.70 AS 
yeh GSP 3612 | 2x6x7 3g 100-200 42" 8.40 9.00 2.70 4 
i GSP 3614 14x6x85¢ 150-200 43" 9.45 10.05 3.75 4 
i GSP 3416 | bxdx9 Yq 200-300 44" 10.65 11.25 4.95 ony 
ih GSP 36i16-M | 6x6x9 3g 300-500 44" 11.40 12.00 4.95 va 
| GSP 3618-M 18xbxl0% 300-500 45" 13.95 14.55 8.25 Wilala b 
UE eee Add 1.50 list for canopy switch. 
CHAIN PENDENTS WITH SCREW COLLAR LOOP 
GP 3410 9x4x53Q 50-100 47" 3.45 4.50 1.20 12 
GP 3412 12x4x7¥ 100-150 49" 4.95 6.00 2.70 4 
GP 3612 12x6x73 150-200 49" 5.10 6.30 2.70 BOR 
GP 3614 14x6x83 150-200 50" 6.15 135 Bai Seay 
GP 3616 1 6x6x9 3 200-300 Sai 7.35 8.55 4.95 i248 
GP 3616-M 1 6x6x9 3g 300-500 oN Fi) 8.10 9.30 4.95 raat 
GP 3618-M 18x6x!03 300-500 Set 11.40 12.60 8.25 Pay 
Add 1.50 list for canopy switch. 
| CLOSE-UPS 
GC 3410 9x4x532 50-100 nee FIGS 2.70 1.20 
GC 3412 12x4x73/g 100-150 La 4.05 4.20 2.70 | 
GC 3612 12xbx7 3 150-200 i" 4.20 4.65 2.70 4. 
GC 3614 14x6x83 150-200 pee 525 5.70 3.75 , a 
GC 3616 | 6xbx9 3g 200-300 (3 6.45 6.90 4.95 Zh 
GC 3616-M 1 bxdx9-%e 300-500 13" 735 7.80 4.95 hg) 
GC 3618-M 18x6x 1034 300-500 14" 10.65 11.10 8.25 Fes 
Add 45c list for pull chain. Fixtures and globes priced F.O.B. Factories. 
Other finishes may be had in special order. 
STEM PENDENTS WITH MISSION SHADE CLOSEUPS WITH MISSION SHADE 
Stat. Brz. or White Enam. Stat. Brz. or White Enam. Shade 
Cat. No. Diam. Steel Brass Cat. No. Diam Steel Brass ly 
GSP 2504 6" 6.30 6.75 GC 2504 6" 2.10 2.25 
GSP 2505 Hi 6.45 6.90 GC 2505 nf 2.25 2.40 
GSP 2506 8" 6.75 7.20 GC 2506 8" 2.55 2.70 
Other finishes may be had on special order. Add 45c list for pull chain. ff 
4 
BEAMLITE WITH BALL LAMP COVER BEAMLITE WITH 2!/," FITTER (Less Glass) 
ie Geri ne Aa en ant Stet. Brz. or White Enam. 
. Cat. No. Steel Brass Cees Steel Brass 
i GBLB 1.50 1.80 CBL 1.20 1.35 


” 


BRACKET WITH BALL LAMP COVER 
GABB 4.50 GAB 


BRACKET WITH HALF SHADE 


Shade Shade 
i Only Only 
i GBL 2507 2.10 225 90 GBL 301-C 4.65 4.80 3.30 
ne 179 ; 
ee | Add 4c for pull chain. Fixtures and Globes Priced F.O.B. Factories. 


Other finishes may be had on special order. 
All fixtures are wired complete, with Underwriters’ Labels. 
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MISCELLANEOUS BRACKETS AND BEAMLIGHTS 


pitt The fixtures on this page are intended for installations where the budget is limited. They are typical s 
holders (instead of safety holders) which hold the globe by means of three screws. sel OF 
brass, carefully finished in light statuary bronze or sprayed white enamel. Stem pendent fixtures are complete with 
a swivel joint at the canopy. Chain pendents are supplied with clin-rina canonies Ph 


Cina Seem tenet Stat. Bronze or White Enamel | Globe Stand. 
nh ith Cet. No. ~ Dia. Fit. Depth Wattage Overall _ Steel Brass | Only Package 
Ns STEM PENDENTS WITH SWIVEL JOINTS iH 


BRACKET WITH 2!/4" FITTER (Less Glass) 


EXIT LIGHT WITH SHADE 


. ° uf iA y 
They are available in steel or 


ven 


4.50 


a 
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TRADE DISCOUNTS 
Less than $ 50.00 list BO, 
$50.00 #0 $250.00 list 50/102, 
More than $250.00 list 50/20%, 


Terms: F.O.B. New York 
2% \0 days, net 30 days 





JOBBER DISCOUNTS 
50/20%, 
50/25%/, 

50/33 1/3%, 





MASSACHUSETTS 

Boston, Eaton Howard Company 
Boston. Continental Theatre Accessories, tne. 
Cambridge, Harvard University : 
Marlboro, Marlboro School 
Quincy, City Hospital 

MICHIGAN 
Detroit, Budd Wheel Company 
Detroit, Detroit Schools a 

MISSOURI - 
St. Louis, Mallinkrodt Institute ~~ 

NEW JERSEY 
Annandale, Boy's Reformatory 
Atlantic Highlands, High School 
Bayonne, Woodrow Wilson School 
Belleville, Overman Tire. Company 
Belleville, High School 
Bloomfield, Junior High School 
Boonton, High School 
Bordentown, State Prison 
Camden, Camden County Work House 
Cliffside, Cliffside Elementary School 
Clifton, Clifton School 
Cresskill, Elementary Schoot 
Dover, High School 
Dumont, Armory 
East Orange, Junlor High School 
East Orange, Cilfford Scott School 
Elizabeth, Union County Court House 
El'zabeth, Y. M..C. A. 
West Englewood, School 
Fort Monmouth, Fire Station and Guard House 
Fort Monmouth, Headquarter's Building 
Fort Monmouth, Quartermaster's Warehouse 
Hackensack, Bergen County Administrative Building 
Hackensack, People's Trust and Guaranty Company 
Haledon, Passaic County Tuberculosis Sanitorium 
Harrison, Public Library 
Hoboken, Stevens Institute 
Hohokus, Grade School 
Jersey City, Colgate-Palmolive Peet Company 
Jersey City, Holland Vehicular Administration Building 
Jersay City, Public Service Gas and Electric Company 
Jersey City, St. Boniface School 
Kearny, Schools 
Lake Denmark, Marine Barracks 
Lawrenceville, Armory 
Little Falls, Little Falls Laundry Company 
Martinsville, Grade School 
Montclair, Hillside School 
Montclair, Northeast School 
Newark, Avon Avenue School 
Newark, Bell Furniture Company 
Newark, Franklin School 
Newark, Lefcourt Newark Plaza Building 
Newark, Military Park Building 
Newark, Medical Towers 
Newark, Robert Treat School 
Newark, Sussex Avenue Armory 
New Brunswick, New Brunswick Schools 
New Providence, Disposal Plant 
Orange, Our Lady of the Valley. School 
Palisades, Elementary School 
Paterson, City Hall Annex 
Paterson, Old Post Office 
Paterson, School No. 18 
Paterson, School No. 25 
Perth Amboy, Greenspan Warehouse 
Plainfield, Armory 
Roselle Park, Public Library 
Short Hills, Baltusro!l Golf Club 
Skillman, Hospital 
Somerville, Disposal Plant 
South Orange, Essex School 
Somerville, Green Knoll School 
Springfield, Regional High School 
Totowa, Girls Reformatory 
Teaneck, Teaneck Schools 
Teaneck, Armory 


Trenton, First Mechanics National Bonk 
Trenton, Trenton Arrnory 
Tretiton, Fernwood ‘Laboratories fh 3 
Weehawken, North Hudson Hospital 7 Egat § 
Wyckoff, Coolidge School 
NEW HAMPSHIRE 
Durham, New Hampshire Agricultural College 
NORTH CAROLINA 
Asheboro, Asheboro Baptist Church 
Burlington, Schools 
Pinehurst, Pinehurst, Inc. 
Winston-Selem, Davis, Inc. (Dept. Store} 
Winston-Salem, R. J. Reynolds Tobacco Company 
Wahe Forest, High Schoo! 
PENNSYLVANIA 
Allentown, Allentown Hospital 
Allentown, Muhlenberg College 
Easton, Lafayette College 
Franklin, Plymouth Borough Schools 
Harrisburg, Harrisburg Hospital 
Olyphant, Grade Schoo! 
Philadelphia, Baldwin Locomotive Company 
Philadelphia, Fidelity anc Philedelphia Trust Company 
Philadelphia, First National Bank Building 
Philadelphia, Sirard Trust Building 
Philadelphia, Benjamin Franklin Memoria! 
Philadelphia, La Salie College 
Philade!phia, Liberty-Lincoin Building 
Philadelphia, Penn Mutual Building 
Pittsburgh, Republic Bank Note Company 
Pittsburgh, Tuberculosis Hospital 
Scranton, Pine. Brook Grade Schoo! 
Scranton, Juniot High Sihools 
Wilkes-Barre, Lazarus Department Stcre 
Wilkes-Barre, Schools 
Wilkes-Berre, Percy Brown's Martet and Cafeteria 
RHODE ISLAND 
Howard, State Reformatory Dormitory 
Providence, Brown University 
Providence, Newport Avenue School 
TEXAS 
College Station, Texas A. and M. College 
Fort Worth, H. C. Meacham Depariment Store 
VIRGINIA 
Arlington, Junior High School 
Ashiand, Elementary Schvo! 
Bassett, Elementary Schoo! 
Blackburg, Virginia Pelytechnic Institute 
Blackstone, Elementary Schoo} 
Boykin, Elementary Schoo! 
Bridgewater, Elementary School 
Broad Rock, Elemertary School 
Carysbrook, Elementary School 
Charlottesville, University of Virginia 
Charlottesville, Mcintyre Schaol 
Culpepper, Training School 
Fredericksburg, Elementary Schoo! 
Galax, Elementary School 
Gretna, Elementary School 
Harrisonburg, Courthouse 
Lexington, Virginia Military Institute 
Longdale, Elementary School 
Newport News, Virginia School for the Blind 
Newport News, Armory 
Oak Grove, Elementary School 
Painter, Schools 
Pembroke, Elementary School! 
Petersburg, State Normal School for Negroes 
Powhattan, Elementary School 
Rich Creek, Elementary School 
Richmond, Charles County Court House 
Richmond, Virginia Medical College 
Richmond, University of Richmond 
Richmond, Grace Arcade La 
Roanoke, Lee Junior High Schoo 
Rock Castle, St. Emma Industrial and Agricultural Institue 
Stewartsville, Elementary School 
Williamsburg, William and Mary College 
Woodlawn, Elementary School 





